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Table—data on electric utility stocks, 45, 
186, 328, 473, 647, 836, 976. 
Table—data on gas, telephone, water, and 
ae oe stocks, 115, 256, 399, 573, 


Table—yield yardsticks, 44, 253, 470, 718, 
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See also Dividends ; Finances; Return. 
Adjusting share earnings for stock dividends, 
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age 1946-1960, 324. 
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Consideration of earnings-price relationships 
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Earned surplus issue to get SEC test, 473. 

Fair return and cost of money, 93. 

Offsets to attrition and regulatory lag, 585. 
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Business and utility risk, 843. 

Economic outlook, 787. 
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Impact of regulated industry on national 
economy, 605. 
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Westinghouse to equip TV planes, 249. 
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Annual growth rate for electric power 1948- 
1963, 830. 
Area development program, 406. 
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hart—sources of funds for investor-owned 
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Counter radioactivity measures and the elec- 
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Liberalized depreciation—accounting methods 
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industry, 810. 

Penelec’s 460,000-volt transmission line—a 
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tric utilities—averages by states, 720. 

Power failure in New York city—a block- 
buster, 234 

Progress with thermoelectric devices, 42. 

Rate of return earned on rate base for 
different classes of Con Ed customers, 399, 

Stockholders’ reports, 180. 

Table—financial stock data, 45, 186, 328, 473, 
647, 836, 976. 

Thousand-mile hot lines, 639. 
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See also Depreciation. 

Accounting and rate case treatment of 
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Advertising expenses as income, 387. 

Control of public utility expenditures, 937. 

Cost allocations—impact upon future of 
natural gas industry, 512. 

Economic justice and the cost of utility re- 
location, 699. 

“Flow through” and tax deferrals in rate 
making, 849. 

“Flow through” in California becoming ef- 
fective, 468. 

- “oe electric heating—new cost data, 
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Carolina, 833. 

Normal billing cycle degree-days—when not 
normal, 578. 

Ohio commission adopts “flow through,” 905. 


FEDERAL COMMUNICATIONS COM- 
MISSION 


Presidential appointment, 107.- 
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with FCC, 980. 





FEDERAL GOVERNMENT 
Business data confidential, 896. 


Moral considerations of public service, 336. 


New York Authority in contempt? 
Procedural conference being organized, 709. 
Recess appointments, 174. 

Regulators as judges, 289. 


FEDERAL POWER COMMISSION 
Industry contacts and FPC, 446. 
Producer regulation, 73. 
Statement of policy still leaves problems, 715. 


FINANCES 
Chart—sources of funds for investor-owned 
electric utilities 1949-1958, 182. 
— bankers and utility financing, 
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Earned surplus issue to get SEC test, 473. 

Federal credit not used by railroads, 639. 

Financial outlook, 25. 

Financing expansion program of natural gas 
transmission industry, 535. 

Fortune criticism of AT&T fiscal policy con- 
sidered and appraised, 641. 

FPC’s “10 per cent return on equity” con- 
demned by IBA, 975. 

Pay-out for capital in the electric power in- 
dustry, 810. 

— utility financing—what’s in store, 681, 
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Security analysts—key to utility money cost 
savings, 945. 

Table—character of utility financing in first 
half of 1960 and 1959, 252. 

Table—data on electric utility stocks, 45, 
186, 328, 473, 647, 836, 976. 

Table—data on gas, telephone, water, and 
transit utility stocks, 115, 256, 399, 573, 
721, 907. 

Trillion-dollar debts alarming, 44. 

Utility financing, 109, 719, 835. 

Western Union plans record outlay, 565. 


GAS 

AGA convention roundup, 911. 

Air conditioning moves ahead, 525. 

Canada’s regulatory profile, 123, 217. 

Canadian import authorized, 316. 

Candidates on gas, 389. 

Coal versus gas—a political feud? 568. 

Cost allocations—impact upon future of 
natural gas indusiry, 512 

Cost data on gas versus electric heating, 253. 

Financing expansion program of natural gas 
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FPC fixes 64 per cent rate of return in 
Tennessee gas case, 398, 

FPC gas area pricing, 823. 

FPC notes record pipeline building, 562. 

Growth of gas industry charted, 570. 

— heating costs with gas or electricity, 
974. 
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GAS—Cont’d 

Justification for proposed amendments in 
Natural Gas Act—state commissioners’ 
views, 988. 

Midwestern to sell temporary gas to Ameri- 
can Louisiana, 563. 

Municipal gas elections, 561. 

Municipal ownership of gas making inroads 
in Florida, 573. 

National fuel gas company outlook, 266. 

Natural gas expansion, 244 

Natural gas rate problems—state commis- 
sioners’ views, 983. 

Need for stepping up gas explorations, 727. 

Net income of pipeline companies up 19.8 
per cent, 567. 

Phillips decision—six years later, 576. 

Political sidelights affecting gas, 562. 

Producer regulation, 73, 692. 

Rate refunds asked, 246. 

Rates adjusted for weather fluctuations in 
Arizona, 470. 

Reaction to FPC area price policy, 839. 

Recent publication—“‘Flame Characteristics 
_ Storage Water Heater Burners,” 


Reporting weather data with gas earnings, 
Resurrected gas lamp—more than a fad, 
0. 
Safety in the gas industry—state commis- 
sioners’ views, 986. 
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Table—financial stock data, 115, 256, 399, 
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See Public Power ; Water Power. 
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Economic justice and the cost of utility re- 
location, 699. 
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nuclear power, 361. 

Demand and plant adequacy in electric in- 
dustry, 167 

Developments in water desalting, 402. 

Latin American utilities’ nationalization, 1. 

Mexico nationalizes all electric power, 710 
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Phillips decision—six years later, 576, 
Progress with thermoelectric devices, 42. 
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Telephone industry welcomes more co- 
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LABOR 


AFL-CIO energy survey, 118. 
Cleveland Transit labor arbitration, 484, 
Employee protection as a condiiion of ap- 
proving mergers or changes in service, 735. 
——e approves minimum wage 
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Carroll subcommittee hearings, 963. 
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views, 988. 
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New Congress may consider coal bills, 965. 
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Public power projects in Congress, 388. 
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Session of frustration, 386. 

— commissioners seek gas act changes, 
897. 

Transportation legislation—state 
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MANAGEMENT 
Annual reports—new ideas, 451. 
Bell’s garden for growing managers, 627. 
Control of public utility expenditures, 937. 
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MONOPOLY 
Trends in application of antitrust laws to 
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MUNICIPALITIES 

How a city changed its mind, 159. 

Municipal gas elections, 561. 

Municipal ownership of gas making inroads 
in Florida, 573. 

Municipal water utilities—state commission- 
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486, 582, 661, 732, 846, 918, 990. 


PAYMENT 
Discounts and penalties to induce customers 
to pay promptly, 921. 


POLITICS 
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political advertising expenses, 417. 
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Candidates on gas, 389. 

Coal versus gas—a political feud? 568. 
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Cuba seizes utility properties, 317. 
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Outage that was a blockbuster, 234. 

Public apathy countered by good public re- 
lations program, 228. 

= publication—“The Image Merchants,” 
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Payola legislation, 37, 392. 
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Gas rates adjusted for weather fluctuations 
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What the state commissioners are thinking 
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See Trends and Topics. 
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Percentages earned on book values of electric 
utilities—averages by states, 720. 
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per cent, 567. 
Normal billing cycle degree-days—when not 
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Co-op investment, 105. 
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—o yardsticks, 44, 253, 470, 718, 


Utility growth stocks—future yields or hopes 
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Air-line rulings, 640. 

Area development program, 406. 
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Safety in the utility industry—state com- 
missioners’ views, 982 

—— welcomes more co-opera- 
tion, 

Thousand-mile hot lines, 639. 


STRIKES 
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Computers exchange information over phone 
lines, 318. 
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“Fortune” criticism of AT&T fiscal policy 
considered and appraised, 641. 
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sioners’ views, 986 

— management development school, 


Western Union requests rate increase, 247. 
World-wide direct telephone dialing, 730 
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Norris reservoir development, 334. 
Nuclear reactor—TVA to get, 34. 
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See also Railroads. 

Cleveland Transit labor arbitration, 484. 

Current developments in surface transporta- 
tion, 
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